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LIMITED OFFICIAL USE MEXICO 03856 

E.O. 11652: N/A 

TAGS: TECH, OTRA, PARM, ENRG, US, MX 

SUBJECT: NUCLEAR ENERGY - VISIT TO LAGUNA VERDE SITE 

REF: (A) MEXICO 2966, (B) MEXICO 3042, (C) STATE 52495 

1 . AT THE INVITATION OF THE DIRECTOR OF CEE, I AM 
PLANNING TO VISIT THE LAGUNA VERDE NUCLEAR POWER PLANT 
SITE ON THURSDAY, MARCH 9. 

2. TO BE BETTER PREPARED IN CASE NUCLEAR FUEL SUPPLY 
AND/OR RELATED MATTERS COME UP DURING THE VISIT, I 
WOULD APPRECIATE RECEIVING BEFORE COB MARCH 8 BRIEF 
SUMMARY OF STATUS OF US-IAEA AGREEMENT AMENDMENT, PLUS 
ANY OTHER INFO, E.G. STATE OF U.S.-YUGOSLAV NEGOTIATIONS, 
OR GUIDANCE WHICH DEPT BELIEVES I SHOULD HAVE. LUCEY 
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